The Commonwealth of Massachusetts 

Department of State Police 

305 South street/. Jamaica Plain/. MA 02130 

617-983-6622 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

UEUTENANT GOVERNOR 

MARY ELIZABETH HEFFERNAN 
SECRETARY 

COLONEL MARIAN J. McGOVERN 

SUPERINTENDENT 



07 / 09/12 

Daniel Hourihan 

Assistant District Attorney, Bristol County 
Mr. Hourihan, 

Enclosed is the information you requested. Included are copies of the following; 

1. Drug Analysis Laboratory Receipts. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Excellence In. Service Through Quality Policing 














PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boslon Drug Laboratory 
Tel (617) 983-6622 
Fax (617)983-6625 


The Commonwealth of Massachusetts 

ExeciUive Office of HeaUh and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Department: Mew Bedford 
Name and Rank of Submitting Officer: 
Defendaat{s) Name (last, first, initial): 


(NOTE: Resummital for Re-Analyze E)rugs on this case) 



Description of Items Submitted Gross Weight Lab Number 



1-PB Subs {10-2468-PR) 


10-PB Subs (10-2469-PR) 


4-PB Bro Subs (10-2470-PR) 




Received by: 




Corbett email PRR 021619 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Sendees 
Department of Public Health 

Boston Drug Laboratory State Laboratory' Institute 

Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8:00-11:00 DRUG RECEIPT 

2:00-4:00 


City or Department: New Bedford __ Police Reference No.: 

Name and Rank of Submitting Officer: Pet Kelly A Almeida _ 

Defendant(s) Name (last, first, initial); 

(NOTE: Remmital for Re-Analyze Drugs on This Case) 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 
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Ei 

w < 
a < 

? OD 
<0 (0 




I n CL 


S P 


^^luao yvL, 


Prfelrifi: < 


I a. /■ 0 ix 


Net Weight: 1 - 


T./ Yf ^ :/l Y 

P ’• t i 'Sv 


Findings;/ , /->,■ 


S S'"™. 

(0 

^ S CL 


r-T o<i 
/■'4\ _Q: 


if) 33 
< ® 


o 

^ n5 

W Q 

\ 

I 




P I 
O o 


a > 

5 S ™. 

^ $>■ 

^ % <0 

w fi- 



7r~ I ^L;! 

\ n ?? 


o 

3 _ 

O O O 2; 
% n ^ ^ 

o Z 
52. n> 
n) s 

<■ CO 
® <0 

m S’ 


§ O 
> (0 
-q 


City: New Bedford Police Dept. 
Officer; Detective KELLY ALMEIDA 
Def; 

Amount: 

No. Cont; io Cont; pb 

Date Rec'd: 03/08/2012 
Gross Wt.; 11.34 

v 


Date Analy 2 ed: '2, ] y?S i i '7 


SubsLSUB 


i 

No. Analyzed; ^ 

Net Weight: Q - Q. 
#Teste-|j^. 


PreiSi:fVf73 , U^t Findings,'''^, ^ 

:JUAY>^ 


CiSy: 

Officer: 

Def: 

Amount: 


New Bedford Police Dept. 

Detective KELLY ALMEIDA 


Date Analyzed: \ 7 


No, Cont: 4 Cont: pb 

Date Rec'd: 03/08/2012 
Gross Wt.: 

t .mi/ 




Subst:SUB 

No. Analyzed: I 
Net Weight. (j~ 

#Tests:^ j^ i/../ 
, y\^ ’' . \ 


Prelim: j ,(-;i 


Findings: 


Corbett email PRR 021621 


































































































































































Data File: 

D:\SYSTEM8\03_14_i2\821604.d 

KAC 

14 Mar 2012 10:40 

BLANK 

1 

DRUGS.M 
RTE 















Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\03_14___12\821605 .d 
KAC 

14 Mar 2012 10:55 

HEROIN STD 

5 

DRUGS.M 
RTE 


Abundance 
i 600000 

400000 

200000 




—j—1 —,—,—f 

7.00 

—1—1—!—1—1—?- ^ ■ r.1—1—1—j—1—I—?—1—j—I—I—1—1 1 »- I T 'f 

8.00 9,00 10.00 11.00 12.00 






Area 

Area % 

Ratio % 

6.421 

873873 

100.00 

100.00 


TIC: 821605,dWata.nis 
6.421 


821605.d Wed Mar 14 11:08:40 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Search Libraries; 


Data File: 

D: \SySTEM8\03__14_12\821605 .d 
KAC 

14 Mar 2012 10:55 

HEROIN STD 

5 

DRUGS.M 
RTE 


C:\Database\SLI.L Minimum Quality: 80 
C;\Database\NIST08.L Minimum Quality: 80 
C: \Database\PMW__TOX2 . L 


PK# RT 


Libr: 


CAS# 


Qual 




























Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM8\03_14_12\821607.d 
KAC 

14 Mar 2012 11:26 


KAC 

7 

DRUGS.M 
RTE 



TIC; 821607.dWa(a,(DS 
6.415 


Qi-f-nr-r- 

Time-^* 2.00 

3.00 4.00 

' ' 1 ' > ’ I I * 

5.00 _6Ji^ 

Ago 

——r-T—m—|— i —i—i—i—|—i— r-i ——i ' i .i— \ —j—i—i—»—i— 

8.00 MO_1 0jOO 11,00 1 2.00 

Ret. Time 


Area 

Area % 

Ratio % 

2.661 


253188 

21.46 

30.95 

5.886 


108421 

9.19 

13.26 

6.415 


817935 

69.34 

100.00 


821607.d Wed Mar 14 11:39:29 2012 


Page 1 


i 





































Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

D:\SYSTEM8\03_14_12\821608.d 

Operator ; 

KAC 

Date Acquired ; 

14 Mar 2012 11:41 

Sample Name ; 

BLANK 

Submitted by ; 

KAC 

Vial Number ; 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator ; 

RTE 


Abundance 

600 


400 


TiC: 821608,dWala.ms 



200 


0- 1 r-v-r-T-,- 

Time-> 2.00 3.00 4.00._5.00 


6.00 


7.00 ‘ koo ' ' 9 .00 ' io!qo 11 .1 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


821608.d Wed Mar 14 11; 54;52 2012 Page 


1 
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Area Percent / 



2.661 134121 16.99 24.28 
3.260 103053 13.05 18.65 
6,415 552462 69.96 100.00 











1 2.66 C:\Database\NIST08.L 

Acetaminophen 000103-90-2 97 
Acetaminophen 000103-90-2 97 
Acetaminophen 000103-90-2 95 



821609.d 


Wed Mar 14 12:11:00 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\03_14_12\821612 .d 
KAC 

14 Mar 2012 12:46 

HEROIN STD 

5 

DRUGS.M 
RTE 


Abundance .^ . TIC: 821612.d\data:ms 












821612 .d 


Page 


Wed Mar 14 12:59:10 2012 


1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; D:\SYSTEM8\03_14_12\821612.d 

Operator : KAC 

Date Acquired ; 14 Mar 2012 12:46 

Sample Name ; HEROIN STD 

Submitted by ; 

Vial Number : S 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 6.42 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 6,356 to 6.6Tl min,: 821612,d\dala,fns (-) 



Abundance #1: HEROIN 



821612.d 


Wed Mar 14 12:59:11 20.12 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\821614.d 
KAC 

14 Mar 2012 13:18 

COCAINE STD 

14 

DRUGS.M 
RTB 


Abundance tIC; 821614.ctVda!a.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.607 

1375189 

100.00 

100.00 


821614 ,d 


Wed Mar 14 13:31:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SySTEM8\03 14 12\821618.d 



Operator 

KAC 



Date Acquired 

14 Mar 2012 14:21 



Sample Name 




Submitted by 

KAC 



Vial Number 

18 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality 

80 


C;\Database\NIST08.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality 

80 

PK# RT 

Library/ID 

CAS# Qual 


1 4.61 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.559 to 4.730 min.: 821618.d\data.ms (-) 



821618,d Wed Mar 14 14:34:56 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\821619.d 

KAC 

14 Mar 2012 14:37 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance TIC: 821619.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


821619.d Wed Mar 14 14:50:59 2012 Page 1 


I 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D:\SySTEM8\03_14_12\821620.d 

KAC 

14 Mar 2012 14;53 



20 

DRUGS . M 
RTE 


Abundance 


TIC: 821620.dWata,ms 



Ret. Time 


Area Area 


Ratio % 


1.944 
3.837 
4.618 


117280 

323147 

6080092 


1.80 

4.96 

93.25 


1.93 
5.31 
100.00 


821620.d Wed Mar 14 15:07:04 2012 Page 1 
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821620 .d 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\03__14_12\821621. d 
KAC 

14 Mar 2012 15:10 



KAC 

21 

DRUGS . M 
RTE 


Abundance TIC: 821621.dWata,ms 



Ret. Time 


Area Area % Ratio % 


3.842 
4.618 
6.137 


480733 6.75 7.34 

6545624 91,85 100.00 

100107 1.40 1.53 


821621.d Wed Mar 14 15:23:13 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SySTEM8\03 14 12\821621.d 



Operator 

KAC 



Date Acquired 

14 Mar 2012 15:10 



Sample Name 




Submitted by 

KAC 



Vial Number 

21 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 3.84 C:\Database\NIST08,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Levamisole 006649-23-6 98 
Levamisole 006649-23,-6 97 



821621.d Wed Mar 14 15:23:13 2012 


Page 2 
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Area Percent / Library Search Report 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


3 6.14 C;\Database\PMW_TOX2,L 


Cocaine-M (benzoylecgonine) 

000519-09-5 

72 

Benzoic acid 

000065-85-0 

22 

Selegiline-M.(nor-) AC 

000000-00-0 

10 


Abundance Average of 6.094 lo 6.324 min.: 821621 .dWala.ms (-) 



Abundance #2120: Cocaine-M (benzoylecgonine) P1424 



821621.d 


Wed Mar 14 15:23:14 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\821622.d 

KAC 

14 Mar 2012 15:26 

22 

DRUGS . M 
RTE 


Abundance TIC: 821622.<l'idata.iiis 



Ret. Time 


Area Area % Ratio % 


3,837 
4.623 
6.137 


370966 5.10 5.46 

6789557 93.28 100.00 

117859 1.62 1.74 


821622.d Wed Mar 14 15:39:17 2012 Page 1 


Corbett email PRR 021664 







Area Percent / Library Search Report 


Information from Data File; 

Pile Name = D:\SYSTEM8\03_14_12\821622.d 

Operator : KAC 

Date Acquired : 14 Mar 2012 15:26 

Sample Name 
Submitted by ; KAC 

Vial Number : 22 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 



1 3.84 C:\Database\NIST08,L 

Iraidazo{2,1-b]thiazole, 2,3,S,6-tet 014769-73-4 99 
Levamisole 006649-23-6 98 
Levamisole 006649-23-6 98 





821622 .d 


Wed Mar 14 15:39:17 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM8\03_14_12\821622.d 

Operator ; KAC 

Date Acquired : 15 :26 

Sample Name : 

Submitted by : KAC 

Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 6.14 C:\Database\PMW_TOX2.L 

Cocaine-M {benzoylecgonine) 000519-09-5 49 
Benzoic acid 000065-85-0 11 
Atropine AC ® . 000000-00-0 9 


Abundance Average of 6.094 to 6.314 min.; 821622.d\data.ms (-) 



Abundance ’’#2120: Cocaine-M {benzoylecgonine) P1424 



821622 .d 


Wed Mar 14 15:39:17 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\821623 .d 
KAC 

14Mar2012 15:42 

KAC 

23 

DRUGS . M 
RTE 


Abundance . TIC: 821623.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.837 

306251 

5.15 

5.43 

4.618 

5641741 

94.85 

100.00 


821623.d 


Wed Mar 14 15:55:21 2012 


Page 1 
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vial Number 


KAC 

23 

DRUGS.M 
RTE 


: C:\Database\SLI.L 

C:\Database\NIST08.L 
C; \Database\PMW__T0X2 , L 

Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


\Database\SLI.L 
OCAINE 


000050-36-2 99 


Average of 4.559 to 4.731 min.; 821623.d\data.ms (-) 
162 


94 105 


iwfunBitn 


162 -ififi . 

I III i.t, I,, 135 ,|,| '| ,i 214 230 244 268 , 289 i. 

I iM ' "l ; r'l rr I ’ l V - i -i- r ' Y ' r ' r- r-.' |-r r - r f t r r i ' [ 

0 100 120 140 160 m 200 220 240 260.^. 300 


#29; COCAINE 


135 152 166 


214 244 259 


100 120 140 160 18^ 200 220 240 ^^0 J80 300 


ed Mar 14 15:55:21 2012 


Page 3 
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Information from Data Pile: 
File Name : Di\SYSTEM8\ 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


KAC 
14 Mar 2012 


KAC 
24 

DRUGS.M 
RTE 


Abundance 


Ret. Time 


3.837 

4.618 



Area 


332504 

6740536 


821624.d 


Wed Mar 14 16; 











































Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\82162 7. d 
KAC 

14 Mar 2012 16:45 

COCAINE STD 

14 

DRUGS.M 
RTE 


Abundance 
1500000 

1000COO 

500000 

0 “j— y —I—1—I—]—1— t —I—!—f—I—I—— j —I— 3 —I—I—I—f—1—I— I —1—I—I—I—I—^—1—I—I—I—}—I—I—I—f—f— y — y —t—i—]—if— t — j —i— y —•—>■ 

Time-> 2.00 3.00 4.00 5.00 6,00 7.00 8.00 9.00 10.00 11.00 12.00 


4.607 


TIC: 821627.d\data.ms 


Ret. Time 


Area 


Area 


Ratio 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM8\03 14 12\821627.d 



Operator 

KAC 



Date Acquired 

14 Mar 2012 16:45 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

14 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries 

C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.6i C:\Database\SLI.L 

COCAINE 000050-36-2 99 




I 

I 


821627.d 


Wed Mar 14 16:58:22 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


D: \SYSTEM8\03_14__12\821629.d 
KAC 

14 Mar 2012 17:16 

HEROIN STD 


Vial Number 

AcquisitionMeth 

Integrator 


5 

DRUGS . M 
RTE 


Abundance fiC: 821629.dWata,ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.421 

835441 

100.00 

100.00 


821629.d 


Wed Mar 14 17:29:50 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

D:\SYSTEM8\03 14 12\821629.d 



Operator 

KAC 



Date Acquired 

14 Mar 2012 17:16 



Sample Name 
Submitted by 

HEROIN STD 



vial Number 

5 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C;\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS#} 

Qual 


1 6.42 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance #1: HEROIN 



d Wed Mar 14 17:29:50 2012 


Page 2 


821629 . 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM8\03_14_12\821630.d 

Operator : KAC 

Date Acquired : 14 Mar 2012 17:32 

Sample Name : BLAl 
Submitted by ; NEM 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


















ntormation trom Data File: 


ile Name 
oerator 
ate Acquired 
ample Name 
jbmitted by 
Lai Number 
::quisitionMeth 
itegrator 


D:\SYSTEM8\ 

KAC 

14 Mar 2012 


NEM 

31 

DRUGS.M 
RTE 


03_14_12\821631 .d 
17:48 


undance .. ' “ T!C; 821631,dWata.ms 



t. Time 


Area Area % Ratio % 


6.50 7.35 

88.49 100.00 

5.00 5.65 


. 179 
.431 
.496 


250123 

3403987 

192452 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\03_14_12\821631.d 

KAC 

14 Mar 2012 17:48 


NEM 
31 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L 

C;\Database\NIST08.L 
C;\Database\PMW_TOX2.L 


Minimum Quality; 80 
Minimum Quality; 80 


PK# RT Library/ID 


CAS# Qual 


1 3.18 C:\Database\NIST08.L 


Sorbitol 

000050-70-4 

91 

Sorbitol 

000050-70-4 

90 

D-Mannitol 

000069-65-8 

78 



821631.d Wed Mar 14 18;01;17 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name ; D;\SYSTEM8\03_14_12\821631.d 

Operator : KAC 

Date Acquired ; 14 Mar 201 2 17:48 

Sample Name : 

Submitted by : NEM 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 

CAS}} 

Qual 

3 8,50 Cr\Database\NIST08.L 



Diltiazem 

042399-41-7 

91 

Diltiazem 

042399-41-7 

64 

4 -(3-Dimethylaminopropoxy)benzaldeh 

026934-35-0 

49 1 


Abundance Average of 8.426 to 8.726 min.; 821631 .d\data.ms {-) 

5|8 

80| 


60 



m/^-> 40 60_80. 100 j_20 J40 160 _ 180 MO 220 240 260 280 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 


821631.d Wed Mar 14 18:01:17 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C;\MSDCHEM\1\SYSTEM7\03_22_12\822704.D 
KAC 

22 Mar 2012 11:35 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TIC: 822704.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822704.D Thu Mar 22 11:46:47 2012 


Page 1 


Corbett email PRR 021690 




Area Percent / Library Search Report 


Information from Data File: 

File Name 

C;\MSDCHEM\l\SySTEM7\03_22_12\822705 . D 

Operator 

KAC 

Date Acquired 

22 Mar 2012 11:51 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 

1500000 

1000000 

500000 



TIC: 822705.D\data.ms 


oVt-t- 
Time-> 2.00 

3,00 

t 1 j 1 ^ i 1 { I - 

4.00 5.00 6.00 

-r-r-T-j-T-i-t 

7,00 

V-[-T"1—1 1 j l-r-l ! ^ 1 « 1 f—] l—T 1 1—I—1 I 

8,00 9.00 .10.00 11.00 ..12_,p0 .. 

Ret, Time 


Area 

Area % 

Ratio % 

4,617 


1711609 

100.00 

100.00 


822705.D Thu Mar 22 12:02:35 2012 Psge 1 


Corbett email PRR 021691 





Area Percent / Library Search Report 


Information from Data File; 

File Name 

C;\MSDCHEM\1\SYSTBM7\03_22_12\822705.D 

Operator 

KAC 

Date Acquired 

22 Mar 2012 11:51 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 4,62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.580 to 4-786 min.: 822705.b\dala.ms (-) 



822705.D 


Thu Mar 22 12:02:35 2012 


Page 2 


Corbett email PRR 021692 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\03_22_12\822706.D 

KAC 

22 Mar 2012 12:06 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822706.D Thu Mar 22 12:18:16 2012 ■ Page 1 


Corbett email PRR 021693 




Area Percent / Library Search Report 


File^Name°" C?\MSDCHEM\l\SySTEM7\03_22_12\822707 .D 

Operator ; KAC 

Date Acquired ; 12:22 

Sample Name : 

Submitted by : KAC 

Vial Number ; 7 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 



TIC; 822707 -D\data.ms 


__ _■ 1 . ■r"r--r t r-T--T-i -r"T---i-T ■ i i i 

O' i < 
Time"> _ 2.00 

T-r-T-r-r- 

3.00 

-T-ft- j t-T-r t jilt r-f-T" 

4 00 5.00 6.00 

T--T « 1 . . ■ 

7.00 

8 00 9.00 10.00 11.00 .12.5P - 




Ret. Time 


Area 

Area % 

Ratio % 

3 . 801 

4.633 


784659 

8628307 

8.34 

91.66 

9.09 

100.00 


822707 ,D 


Thu Mar 22 12:33:52 2012 


Page 1 


Corbett email PRR 021694 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SySTEM7\03_22_12\822707.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

22 Mar 2012 

7 

DRUGS . M 
RTE 


12 ; 22 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 
C; \Database\PMVJ_TOX2 . L 

PK# RT Library/ID 


1 3.80 C:\Database\NIST05a.L 

Imidazo [2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo [2,1-bjthiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo [2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 



Minimum Quality: 80 
Minimum Quality; 80 


CAS# Qual 


822707.D Thu Mar 22 12:33:52 2012 Page 2 


Corbett email PRR 021695 







Area Percent / Library Search Report 


File Name : C; \MSDCHEM\1\SYSTEM7\03_22_12\822707.D 

KAC 

22 Mar 2012 12:22 


Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 

AcquisitionMeth 

Integrator 


KAC 
7 

DRUGS,M 
RTE 


Search Libraries: C; \Database\SLI.L 

C;\Database\NIST05a.L 
C: \Database\P^^W_TOX2 . L 


PKff 


RT 


Library/ID 


4.63 C:\Database\SLI.L 
COCAINE 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 


Average of 4.580io 4.876 min.: 822707.O\dala.ms (-; 
1$2 


82 


42 

I 65 68 


84 


105 


122 


m/z-> 


40 


60 


KVfV, 
80 100.120._ 


, _ 152 166 


198 


140 160 ,180.200 .220 


208 230 244 

' > I I ' ‘ ' I 

240 


272 

261 1. 282 
260 


•T 

280 


303 


-n 

300 



822707 .D 


Thu Mar 22 12:33:53 2012 


Page 3 


Corbett email PRR 021696 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\SySTEM7\03_22_12\822708.D 

KAC 

22 Mar 2012 12:38 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822708.D Thu Mar 22 12:49:31 2012 


Page 1 


Corbett email PRR 021697 





Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\03_22_12\822709.D 
KAC 

22 Mar 2012 12:54 


KAC 

9 

DRUGS.M 
RTE 


Abundance TIC: 822709.D\data.ms 



Ret, Time 


Area Area % Ratio % 


2,086 
3 . 801 
4.633 


121234 

507257 

6977174 


1.59 

6.67 

91.74 


1.74 
7.27 
100.00 


822709.D Thu Mar 22 13:05:19 2012 


Page 1 
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c 

9 

UGS .M 
E 


C:\Database\SLI. L 
C: \Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

rary/ID 


Minimum Quality: 80 
Minimum Quality: 80 


Database\KIST05a.L 

idazo [2 , 1 -b]thiazole, 2,3,5,6-tet 006649-23-6 
idazo [2 ,1-b]thiazole, 2,3,5.6-tet 014769-73-4 
idazo [2 ,1-b]thiazole, 2,3,5,6-tet 014769-73-4 


240 250 260170 28( 






SE 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\03__22_12\822710 .D 
KAC 

22 Mar 2012 13:09 


KAC 

10 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 . 80 

C;\Database\NIST05a.L 






Imidazo [2, 1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 




822710.D Thu Mar 22 13:20:58 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\03_22 12\822710.D 
KAC 

22 Mar 2012 13:09 


KAC 
10 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2 4,62 C:\Database\SLI.L 

COCAINE 


000050-36--2 99 


Abundance 


80 


60 

40 

20 - 


42 


82 


X- 


68 


Average of 4.685 to 4.781 min.: 822710.bWata,ms (-) 
1S2 




40 


60 


105 


80 




122 


135 


152 fee 


u 


rV-n-f 


303 


198 


272 


|208 222 236246 258 
■ I ' ' '■■■■- 


289 


1QQ 120 140 .160 18^ 200 _ 120 240 260 280 


lAr- 


300 



822710.D Thu Mar 22 13:20:59 2012 
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«rea Percent / Uferary Search Report 


Pil”Sme°” 

Operator : Kic"®”“™'"'®''®™"’\03_22_i2\e227u .d 

Sample^Sr'® ! iy|m|^ 13 :25 

Submitted by ; 

Vial Number ; 2.1 

AcquisitionMeth: DRUGS.M 
Integrator ; 

T";— 

C; \Database\NlST05a L ^^nimuir 

C;\Database\PMW T 0 X 2 L Minimum 

Library/ID 


Minimum Quality; so 
Minimum Quality; so 


Jndance 


C:\Database\wiST05a L 
Iniida2or2,i-bjthiazole 2 ^^^-*- 
Imida 2 o[ 2 ,i-b]thia 2 ole' 014769-73-4 

Imida 2 o[ 2 ,l.b]thia 2 ole' 006649-23-6 

2,3,5,6-tet 014769-73-4 

Averageof3770lol992min.:82271l.DWa.a;msO - 


.-.-- 

T 204 


51 

28 39 , I 63 
20 40 60 




- 2-2° - -24riir^ 


Thu Mar 22 13 ; 


06:37 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; „ 

File Name ; C:\MSDCHEM\1\SYSTEM7\03_22_12\822711.D 

KAC 

22 Mar 2012 13;25 


Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


KAC 
11 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database\PMW_TOX2.L 


PK# RT 


Library/ID 


2 4.63 C:\Database\SLI.L 

COCAINE 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# 


Qual 


000050-36-2 99 


Abundance 

80: 

60 

40 

20 


Average of 4.585 to 4.786 min.: 622711.D\data.ms (-) 

182 


82 


42 

I 1 

Q ^ll| . ,r yl|U ^ 


S'* 105 


122 




162 166 


303 


198 


272 


i ,208 222 244 258 

I I I '1 I I 1 I I • ' ' ' r * ^ ‘ M 


288 


m/z- 


... . ^.^. 



822711.D 


Thu Mar 22 13:36:37 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C; \MSDCHBM\1\SYSTEM7\03_22_ 

KAC 

22 Mar 2012 13:25 


KAC 

11 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


5.90 C:\Database\PMW_T0X2.L 

Cocaine-M (benzoylecgonine) 
Atropine AC 
Benzoic acid 


12\822711.D 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAStt 

Qual 

000519- 

-09-5 

97 

@ 000000- 

-00-0 

37 

00006S- 

-85-0 

18 


Abundance 

80 

60 

40 

20 

0 


Average of 6.866 to 6,068 min.: 82271 1.D\data.ms (-) 
124 


77 


105 


51 






95 

£ 



Ifi 


l!ii 

111 il.i 

Si 

uil 


168 


138 


1 . 1 . 'lai 


289 


355 

i ' i I I I r 1 I I ‘ ‘ ^ ' 


77 


Abundance 

80- 

60 

40 

20 

0 

fTi/z—> 40 60 80 


#2120: Cocaine-M (benzoytecgonine) P1424 
124 


61 


V-T-T-T V"i"r-r-T I I 


105 


98 


168 


289 


184 

260 ZSo’loi' Ito' ' 340 


261__ 

I'' ’' r 




822711.D 


Thu Mar 22 13:36:38 2012 


Page 4 
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2.546 
3.801 
4,622 


155518 

335486 

4241755 


3.29 
7.09 
89.63 


3.67 

7.91 

100.00 




Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


C: \MSDCHEM\1\SYSTEM7\03_22_12\822712 .D 

KAC 

22 Mar 2012 13:41 



Search 

Libraries: C;\Database\SLI.L 

C1\Database\NIST05a.L 

Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


2.55 C:\Database\NIST05a.L 
Muco-Inositol 
Epi-Inositol 
Neo-Inositol 


000488-55-1 

83 

000488-58-4 

83 

000488-54-0 

83 



822712.D 


Thu Mar 22 13:52:17 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile 
File Name 
Operator 
Date Acquired 

Sample Name _ 

Submitted by ; KAC 

Vial Number : 12 

AcquisitionMeth; DRUGS.M 
RTE 


C:\MSDCHEM\1\SYSTEM7\03_22_12\822712.D 

KAC 

iar 2012 13:41 


Search 

Libraries: C; \Database\SLI.L 

C;\Database\NIST05a.L 

Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


3 80 C:\Database\KIST05a.L ^ ^ tx a 

Imidazo[2,l-b]thiaEole, 2,3,5,6-tet 01^^69-73-4 

Imida2o[2,l'b]thiazole, 2,3,5,6-tet 006649-23-6 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23 6 


98 

98 

98 



822712 ,D 


Thu Mar 22 13:52:18 2012 


Page 3 
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822712 . 







Area Percent / Library Search Repoit 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\SYSTEM7\03_22__12\822713 . D 

KAC 

22 Mar 2012 13;56 


KAC 

13 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 



2.509 
3 . 801 
4.633 
5,904 


100685 1.25 1.41 

617057 7.63 8.65 

7130858 88.21 100.00 

234914 2.91 3.29 


822713,D 


Thu Mar 22 14 ;08;03 2012 


Page 1 
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Area Percexit / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


C : \MSDCHEM\1\SYSTEM7\03__22_12\822713 . D 

KAC 

22 Mar 2012 13:56 


KAC 

13 

DRUGS.M 
RTE 


Search Libraries 

; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C; \Database\PMV?_TOX2 . L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3.80 C; \Database\NIST05a.L ^ ^ oncAiQ 2'^ fi 

Imidazo[2,l-b3thiazole, 2,3,5,6-tet 006649-23 
Imidazo[2, l-b]thiazole, 2,3,5,6-tet 
Tmidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73 4 


99 

99 

98 



822713 .D 


Thu Mar 22 14:08:04 2012 


Page 3 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\l\SySTEM7\03_22_12\822713.D 

KAC 

22 Mar 2012 13:56 


KAC 
13 

DRUGS 

RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C;\Database\PMW_TOX2,L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3 4.63 C:\Database\SLI.L 

COCAINE 


000050-36-2 


99 



822713 .D 


Thu Mar 22 14:08:05 2012 


Page 4 
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Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

•. C; \MSDCHEM\1\SYSTEM7\03_22_12\822713 .D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


KAC 

22 Mar 2012 13:56 

KAC 

13 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


4 


5.90 


C:\Database\NIST05a.L 
Benzoylecgonine 
Benzoylecgonine 

Benzeneacetic acid, .alpha(hydrox 


000519-09-5 

000519-09-5 

000051-55-8 


92 

59 

55 



822713 .D 


Thu Mar 22 14:08:05 2012 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\03_22_12\822714.D 

KAC 

22 Mar 2012 14:12 

BLANK 
KAC 
1 . 

DRUGS.M 
RTE 


Abundance TIC: 822714.D\data.fT)S 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822714,D Thu Mar 22 14:23:42 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTEM7\03_22_12\822715.D 

KAC 

22 Mar 2012 14:28 

BLANK 

1 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822715.D Thu Mar 22 14:39:23 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\SYSTEM7\03_22_12\822716.D 

Operator 

KAC 

Date Acquired 

22 Mar 2012 14:43 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

integrator 

RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


OV-r-r- 

Time_-:> 2.00 

' 3,00 

» ' ! ' ' ' - 1 y r- 

4,00 ,J,0C __ 6,00 

1 t r-f-r-r—T 

7.00 

-J .-■T-r-i 1 ] I-T i 1 I 1 I 1 t ) 1 1 > ‘ ^ ’ 

8.00 _ 9.00 .,j0,p_0 11.00 __12;0p , 

Ret. Time 


Area 

Area % 

Ratio % 

4 ,617 


2242166 

100.00 

100.00 


4.^17 


TIC: 822716,D\data.ms 


822716.D Ihu Mar 22 14:54:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionNeth: 
Integrator : 


Data File: 

C; \MSDCHEM\l\SySTEM7\03__22__12\822716 .D 

KAC 

22 Mar 2012 14 : 43 

COCAINE STD 

5 

DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI,L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


4,62 C:\Database\SLI.L 
COCAINE 


000050--36-2 


99 


Abundance 


Average of 4.585 to 4.776 min.; 822716.0\daia.ms (-) 



822716.D Thu Mar 22 14:54:58 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


ua. !■ a. j-t- . 

C:\MSDCHEM\1\SYSTBM7\03_22_12\822753.D 

KAC 

23 Mar 2012 2:35 

BLANK 


DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822753.D 


Fri Mar 23 02:47:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1 
KAC 

23 Mar 2012 
COCAINE STD 


DRUGS.M 
RTE 


\SYSTEM7\03_22_12\822754.D 


2 : 51 


Abundance 

1500000^ 

1000000 

500000 



fiC: 822754.D\data.ms 


ot I . I 

Time-> ^.00 

3 JO- 

■ I 1 } 1 i r t i ■ ' ' c-fT- 

4.00 5,pp epo 

T— 1 —T— 1 —«— 1 —r 

7.00__ 

—r-r-T-T-i—J—f-1 < 1 1 ) 1 J 1 M ' ' ' ‘ ! ' ' ■ ■ 

8.00 9.00 10.00 11.00 .12.,,00 

Ret. Time 


Area 

Area % 

Ratio % 

4,617 


1506356 

100.00 

100.00 


822754 .D 


Fri Mar 23 03:02:45 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\l\SySTEM7\03_22_12\822754.D 

Operator 

KAC 

Date Acquired 

23 Mar 2012 2:51 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.62 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.569 to 4.781 min.: 822754.D\data.ms (-} 



822754 .D 


Fri Mar 23 03:02:45 2012 


Page 2 


Corbett email PRR 021724 





Area Percent / Library Search Report 


Information from Data Pile: 
File Name : C:\MSDCHEM 

Operator : KAC 

Date Acquired : 23 Mar 20i: 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 2 

AcquisitionMeth; DRUGS.M 
Integrator : rte 


C:\MSDCHEM\1\SYSTEM7\03 22 12\822755 D 
KAC “ - 

23 Mar 2012 3:07 

BLANK 




2755.D 


Fri Mar 23 03:18:19 2012 


Page 1 


Corbett email PRR 021725 















Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\1\SYSTEM7\03_22_12\822756.D 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator r RTE 


23 Mar 2012 


3 : 22 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS}* Qual 


1 3.80 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3;5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 



822756.D Fri Mar 23 03:33:41 2012 


Page 2 


Corbett email PRR 021727 












Airea. Percent / Library Searcb Report. 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitiqnMeth 
Integrator 


C:\MSDCHEM\l\SySTEM7\03_22_ 

KAC 

23 Mar 2012 3:37 

BLANK 


DRUGS.M 
RTE 


12\822757 ,D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822757.D 


Fri Mar 23 03:49:08 '2012 


Page 1 


Corbett email PRR 021729 





1 


Corbett email PRR 021730 















115676 







Area Percent / Library Search Report 


Information from Data File: 

File Name = C:\MSDCHEM\l\SYSTEM7\03_22_12\822759.D 

Operator : KAC 

Date Acquired : 4:08 

Sample ; 

Submitted by : 

Vial Number ; 10 

AcquisitionMeth; DRUGS.M 
Integrator ; RTB 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CASS Qual 


1 3.80 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 95 
lmidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 94 
Imidazo[2,l-b3thiazole, 2,3,5,6-tet 006649-23-6 90 




822759,D Fri Mar 23 04:20:09 2012 


Page 2 


Corbett email PRR 021733 






Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTBM7\03_22_12\822759.D 

KAC 

23 Mar 2012 4:08 


10 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 

2 

4.62 C;\Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


Average of 4,580 to 4.786 min.: 822759.D\data.ms (-) 



822759.D 


Fri Mar 23 04:20:10 2012 


Page 3 


Corbett email PRR 021734 











Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\1\SYSTEM7\03_22_12\822760.D 

Operator ; KAC 

Date Acquired : 4:24 

Sample Name : 

Submitted by : 

Vial Number ; 11 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 

Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.80 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 96 
Imidazo[2,l"b]thiazole, 2,3,5,6-tet 006649-23-6 95 
Imidazo[2,1-b]thiazole, 2,3;5,6-tet 006649-23-6 93 




822760.D Fri Mar 23 04:35:36 2012 Page 2 


Corbett email PRR 021736 



Information from Data File: 

File Name : C:\MSDCHElvl\l\SYSTEM7\03_22_12\822760.D 

Operator : KAC 

Date Acquired : 23Mar2012 4:24 

Sample Name : 

Submitted by r 

vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 

search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


















Area Percent / Library Search Report 


Information from Data File: 

File Name ; C;\MSDCHEM\l\SYSTEM7\03_22_12\822761.D 

Operator : KAC 

Date Acquired : 23 Mar 2012 4:39 

Sample Name : 

Submitted by : 

Vial Number ; 12 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.62 C;\Database\SLI.L 

COCAINE 000050--36-2 99 


Abundance Average of 4.580 to 4.744 min.: 822761 .DWata.ms (-) 



822761.D Fri Mar 23 04:51:02 2012 Page 2 


Corbett email PRR 021739 























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\03_22_12\822763.D 
KAC 

23 Mar 2012 5:10 

BLANK 

1 

DRUGS. M 
RTE 


Abundance TIC: 822763.D\(Jata.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822763,D Fri Mar 23 05:22:04 2012 Page 1 


Corbett email PRR 021742 





Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHBM\1\SYSTEM7\03_22_12\822764.D 

Operator : KAC 

Date Acquired ; 23 Mar 2012 5:26 

Sample Name ; BLANK 

Submitted by ; 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



***N0 INTEGRATED PEAKS*** 


822764.D Pri Mar 23 05:37:31 2012 Page 1 


Corbett email PRR 021743 





Area Percent. / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data Pile: 

C:\MSDCHEM\1\SYSTEM7\03_22_12\822765.D 

KAC 

23 Mar 2012 5:41 

COCAINE STD 

5 

DRUGS . M 
RTE 


Abundance 


TIC: 822765.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4 . 617 

2006299 

100.00 

100.00 


822765.D Fri Mar 23 05:53:02 2012 


Page 1 


Corbett email PRR 021744 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\03_22 12\822765 D 
KAC 

23 Mar 2012 5:41 

COCAINE STD 

5 

DRUGS.M 
RTE 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


1 4.62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 



822765.D Fri Mar 23 05;53;03 2012 


Page 2 


Corbett email PRR 021745 







Area Percent / Library Search Report 


Information from Data File: 

TTI4 T _ 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth; 
Ifttegrator r 


C:\MSDCHEM\1\SYSTEM7\03_22 12\822766.D 

KAC 

23 Mar 2012 S ;57 

blank 


DRUGS.M 
RTE 



Abundance 

200 oj 

1500 

1000 

500 


Tic.' 822766, D\dala.ms 




li 










i 


I 1 r 


:Time-.> 2.00 . 3^00 .4.00_.5,00 _ 




10JD0_ IjtOO 12.00 


Ret. Time 


Area 


Area % Ratio % 


^*N0 INTEGRATED PEAKS*** 


822766.D 


Fri Mar 23 06:08:27 2012 


Page 1 


Corbett email PRR 021746 



Area, Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\ 
KAC 

23 Mar 2012 6rl2 
BLANK 


DRUGS,M 
RTE 


03_22__12\822767 .D 



Ret. Time 


Area 


Area 


Ratio 


***N0 INTEGRATED PEAKS*** 


822767 .D 


Fri Mar 23 06r24:01 2012 


Page l 


Corbett email PRR 021747 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J; \ 03__22_12\822753 .D 
KAC 

23 Mar 2012 2:35 

BLANK 


DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 

dims ^ 


822753,D Fri Mar 23 10:00:37 2012 


Page 1 



Corbett email PRR 021748 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\03_22_12\822754,D 
KAC 

23 Mar 2012 2:51 

COCAINE STD 

5 

DRUGS.M 
RTE 


Abundance 

1500000 


4.$17 


TIC; 822754.DWata.ms 


lOOOOOOj 

SOOOOOi 


Time--> 


0 Lr--, . . ' M ' ' ' ' I ' ' ' I . ■ T- i - T - T -r- ^.- i [ , T-T-r-j-r-r-i . | ■ 

2.00 3.00 4,00 5.00 6.00 7,00 8.00 .„.9,00 __10.00 .11,00 __12,00 


Ret. Time 


Area Area % Ratio % 


4.617 


1506356 100.00 100.00 


822754.D 


Fri Mar 23 10:00:44 2012 


Page l 


Corbett email PRR 021749 





Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

J:\03 22 12\822754 .D 

Operator : 

KAC 

Date Acquired : 

23 Mar 2012 2:51 

Sample Name : 

COCAINE STD 

Submitted by : 

Vial Number : 

5 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4.62 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


m/z--> 40 

Abundance 


m/z-> 



Average of 4.569 to 4,781 min.: 822754.b\data.ms (-) 


182 


135 166^ 


198 


214 




r -i i -T - T - r r^ 


242 260 


272 


268 


303 


60 80 100 120 140 160 180 200 220 240 260„ 

#29: COCAINE 


182 


280 300 


122 

■ 135 166 
I . . ' ' ' ' ' I 


198 

214 


.. 


244 269 


272 


303 


80 100 120 140 160180 200 220 240 260 


280 ' ' 


300 


822754.D Fri Mar 23 10:00:44 2012 


Page 2 


Corbett email PRR 021750 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

J:\03_22__12\822755.D 

KAC 

23 Mar 2012 3:07 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance T!C: 822755.D\da(a.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822755.D Fri Mar 23 09:56:26 2012 


Page 1 


Corbett email PRR 021751 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\03__22_12\822756 .D 
KAC 

23 Mar 2012 3:22 

7 

DRUGS . M 
RTE 


Abundance 

4000000| 


4.622 


TIC: 822756.0\data.ms 


3000000 


2000000 

1000000 




0 j- 

Time-> 2.00 

3.00 

1 W-r-r-T-r-r-pT- 

4.00 5.00 6.00 

“r~T—1—j—1—F—r 

7.00 

8.00 9.00 1o!o0 11,00 12.00 




Ret. Time 


Area 

Area % 

Ratio % 

3.796 


142907 

3.11 

3.22 

4.622 


4444835 

96.89 

100.00 


822756.D 


Fri Mar 23 09:58:22 2012 


Page 1 


Corbett email PRR 021752 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

J;\03 22 12\822756.D 



Operator 

KAC 



Date Acquired 

23 Mar 2012 3:22 



Sample Name 




Submitted by 

KAC 



vial Number 

7 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C;\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3,80 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 


Abundance 

80 

60 

40 

20 


42i 


73 


51 


63 




Average of 3.754 to 3.939 min.: 822756.D\cfata.ms {-) 
148 


101 


89 






121 


I M I l4^f 




204 


,167 


176 


t 11 i I r r ' T '- f ''j'' i" i'‘ rr '| r hr'f-T-[-r 


iVp-rrrp-rrrn 


246 


m/Z--> 40 50 60 70 80 90 .100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


Abundance 


80! 


60 i 


40 


20 


#59443; fmidazo[2,1-b]miazole. 2,3.6,6-tetfahydro-6-phenyl 


264 


148 


73 


61 63 


t-t', r|4+i-ttt4 


101 


127 


89 

14 1^11 I i (^i - n-t 


,109 


117 




Vf 


135 

A-,vrrT+r 


176 

157 167 I 185 


■i 11'» 1111 > r 


m/z-> 


40 50 60 70 80 90 J OO 1 10 120 130 140 150 160 170 180 .1.90 200 210 220 230.. 240 


822756.D Fri Mar 23 09:58:23 2012 Page 2 


Corbett email PRR 021753 








Area Percent / Library Search Report 


Information from Data File; 

File Name : J ;\03_22__12\822756 . D 

Operator ; KAC 

Date Acquired : 3:22 

Sample Marne ; 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWTOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.548 to 4.797 min.; 822756.D\ciata.ms (-} 



Abundance #29: COCAINE 



822756.D Fri Mar 23 09:58:23 2012 Page 3 


Corbett email PRR 021754 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

J: \03_22__12\822757 .D 
KAC 

23 Mar 2012 3:37 

BLANK 
KAC 
2 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822757.D Fri Mar 23 09:58:35 2012 


Page 1 


Corbett email PRR 021755 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\03_22_12\822758.D 

KAC 

23 Mar 2012 3:53 


KAC 

3 

DRUGS.M 
RTE 


Abundance 

2600000 

2000000 

1500000 

1000000 

500000 


4.$17 


TIC; 822758,0\data.ms 


Time-> 2.00 

3.00 

4.00 

5.00 6.00 

T—T—1—j—!—r-*T 

7.00 

y..1 * ' ‘ v-fi—r- 1 —f—j—i— 1 —r'T— 

8.00 9.00 10.00 11:00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

4.617 



2587389 

100.00 

100.00 


822758-D 


Fri Mar 23 09:58:48 2012 


Page 1 


Corbett email PRR 021756 





Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\03__22_12\822758 .D 

Operator : KAC 

Date Acquired : 23^Mar201^^ 3:53 
Sample Name : 

Submitted by : KAC 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKjf RT Library/ID CAS# Qual 


1 4.62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.575 to 4 781 min.: 822758.D\dafa.ms (-) 



Abundance #29: COCAINE 



822758,D Fri Mar 23 09:58:49 2012 


Page 2 


Corbett email PRR 021757 





Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\03_22__12\822759 .D 

Operator : KAC 

Date Acquired : 23 Mar 2012 4:08 

Sample Name : 

Submitted by : KAC 

Vial Number : 10 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 822759,D\data.ms 


2600000] 

1 

1 

2000000| 


1500000 

1000000 

500000 


Time-> 2.00 3.00 



Ret, Time 

Area 

Area % 

Ratio % 

3.801 

115676 

4.45 

4.66 

4 . 617 

2484362 

95.55 

100.00 


822759.D Fri Mar 23 09:59:01 2012 Page 1 


Corbett email PRR 021758 




Area Percent / Library Search Report 


Information from Data File; 

File Name : J:\03_22_12\822759.D 

Operator ; KAC 

Date Acquired ; 23Mar2012 4;08 

Sample Name : 

Submitted by : KAC 

Vial Number ; 10 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.80 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 95 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 94 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 90 


Abundance Average of 3.764 to 4.013 min.: 822769.b\data,ms L) 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240, 260 280 


Abundance #59447: lmidazo(2,1-b]lhiazo!e, 2,3,5,6-letfahydro-6-phenyl-, (S)- 



822759.D Fri Mar 23 09:59:02 2012 Page 2 


Corbett email PRR 021759 













Area Percent / Library Search Report 


Information from Data File; 

File Name : J;\03_22_12\822759.D 

Operator : KAC 

Date Acquired ; 23 Mar 2012 4:08 

Sample Name : 

Submitted by : KAC 

Vial Number ; 10 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.62 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.580 to 4.786 min.; 822759.D\cfata-ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


822759.D Fri Mar 23 09:59:02 2012 Page 3 


Corbett email PRR 021760 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\03_22_12\a22760.D 

KAC 

23 Mar 2012 4:24 


KAC 

11 

DRUGS.M 
RTE 


TIC: 822760,D\{}ata.ms 

4.$22 


0 ^-]- r-i—T. 1 —f-T-r- 

Time-> 2.00 3.00 

-r-t !■- r t — r—T—i — r’-i- 

4.00 5.00 6.00 

j—,—,—^ 

7.00 

8-00 9.00 10.00 _11.00 , J 2,00 

Ret. Time 

Area 

Area % 

Ratio % 

3,802 

107389 

3.15 

3.25 

4.622 

3299610 

96,85 

100.00 


Abundance 

3000000! 


20000001 


1000000 


822760 .D 


Fri Mar 23 09:59:18 2012 


Page 1 


Corbett email PRR 021761 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J; \ 03__22_12\822760.D 
KAC 

23 Mar 2012 4:24 


KAC 
11 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.I 4 Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.80 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 96 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 93 



822760.D 


Fri Mar 23 09:59:18 2012 


Page 2 


Corbett email PRR 021762 








Area Percent / Library Search Report 


Information from Data File; 

File Name ; J ;\03__22_12\822760 . D 

Operator : KAC 

Date Acquired ; 4; 24 

Sample Name : 

Submitted by ; KAC 

Vial Number : 11 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: Cr\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.62 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Average of 4.580 to 4.781 min.: 822760.DWata.ms (-) 
182 


60 




Abundance 


#29: COCAiNE 



822760.D Fri Mar 23 09:59:19 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


J; \ 03_22__12\822761.D 
KAC 

23 Mar 2012 4:39 

KAC 

12 

DRUGS , M 
RTE 


Abundance TIC: 822761.D\data.ms 

2000000 

1500000 

1000000 

500000' 


0 

Time-> 2.00 

T-r-r-T-T- 

3.00 

’ '• ! -V -1 

4,00 5.00 6,00 

’ ' 1 1 ' ’'"T 
7.00 

—r—j—r—T—f -T-}— 1 —r-T—I—f—I—i—r-T—p—i i i r-| t~i rn 

8.00 9.00 10,00 11,00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.617 


1981541 

100.00 

100.00 


822761 ,D 


Fri Mar 23 09:59:31 2012 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

J:\03 22 12\822761.D 



Operator 

KAC 



Date Acquired 

23 Mar 2012 4:39 



Sample Name 




Submitted by 

KAC 



Vial Number 

12 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS ft 

Qual 


1 4.62 C;\Database\SLI.L 

COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


8^ 


42 


,65 g7 


94 


Average of 4.680 fo 4.744 min,: 822761 .D\da(a.ms (-) 


182 


105 


122 


162 


135 ',r 166 , 

I ' IM ''i I II I [' 


198 


303 


214 


272 

244 259I 282^ 


myz-> 40 60 80 100 120 140 160 180 .MO 220 240 .260 280 


300 


Abundance 

80 

60 

40i 

20 i 


82 


42 


,55 68 


#29: COCAINE 


182 


94 


105 


122 1 198 

135 152 166 j| I 

I I l l'l l li | -i' I ■ r-r-pl- 


214 


244 259 

I I I I I 


272 


303 


m/z--> 40 60 


80 


100 120 140 160 180 200 220 240 260 280 300 


822761,0 


Fri Mar 23 09:59:32 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \03_2 2__12\822762 .D 
KAC 

23 Mar 2012 4:55 


KAC 

13 

DRUGS.M 
RTS 


Abundance 

2500000 

2000000 

1500000 

1000000 

SOOOOO 


Tlme-> 2.00 

-r- , -y-T-r- 

3.00 

T-T— i 

4.00 

V-r-i-r-r-r-TT- 

5.00 6.00 

' ’ ' r-'■r -T 

7.00 _ 

- 1 —■ 1 1 i-r-i ■T -i-.]--,--! 1 1 1 r r 1 1 1 1 1 i 1 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

4.617 



2958470 

100.00 

100.00 


TIC: 822762.D\dala.ms 


4.617 


822762,D 


Fri Mar 23 09:59:44 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\03_22_12\822762.D 

Operator : KAC 

Date Acquired : 23 Mar 2012 4;55 

Sample Name : 

Submitted by : KAC 

Vial Number : 13 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,62 C:\Database\SLI,L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.585 to 4.776 min.: 822762.D\ttata.ms {-) 



Abundance #29: COCAINE 



822762.D Fri Mar 23 09:59:45 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


J: \03_22_12\822763 .D 
KAC 

23 Mar 2012 5:10 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance 

! 

200o| 

isooj 

1000 

600 


TIC: 822763.D\data.ms 


i 




o^-.- 


/ 


.5 00 - 6,00 ..7.00 _ 8.00 9.00 ' ' 1o!oo”^i7!to^ Iz'oo" 


Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


822763.D 


Fri Mar 23 10:00:00 2012 
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Area Percent / Library Search 


Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


J:\03_22__12\822764 D 
KAC 

23 Mar 2012 5:26 

blank 


1 


DRUGS.M 
RTE 



Ret. Time 


Area Area % 


***N0 INTEGRATED PEAKS*** 


Ratio % 


822764,D 


Fri Mar 23 10;00;07 2012 
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Area Percent / Library 


Search Report 


““a 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


^\03__22_12\822 76S.D 

23 Mar 2012 5.41 

COCAINE STD 


drugs,M 

RTE 



822765.D 


Fri Mar 23 10:00:12 2012 
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Area Percent / Ubrary Search Report 



F^rSe™ ?“F; File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


^\03_22^12\a22765.D 

23 Mar 2012 5.41 

COCAINE STD 

5 

drugs,M 

RTE 



DK# RT 


Search Libraries- p \ n p. , 

■ ^Database\sLl.L 
C;\Database\NISTOSa h 

■■ \Database\PMW_TOX2. L 
Library/ID 



C:\Database\SLI L 
COCAINE 


Minimum Quality so 
Minimum Quality.- so 


Qual 


000050-36-2 99 


Abundance 




22765 .D 


Pi’i Mar 23 


10 ; 00:12 2012 


Page 2 



Corbett email PRR 021771 





